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DELAWARE  -  DOVER  AIR 
FORCE  BASE  -  The  base 
Chapel  was  opened  24 
June  1956.  Facilities  are 
provided  for  Protestant,. 
Catholic,  and  Jewish 
Personnel,  Chaplains,  and 
Service  Specialists 
Ektachrome  by  Kcl  Kennedy 
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